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THROWBACK THURSDAY 

Brown County Courthouse 

The old Brown County Courthouse was located on the southwest corner of Jefferson and Cherry streets. It 
was built about 1870 and razed in 1920. The site was later known as American Legion Park until 1958 when it 
became part of the premises of the present-day Sophie Beaumont Building. 

» Order a reproduction of this and other photos from the Neville Public Museum of Brown County at 

http://photos.nevillepublicmuseum.org. 
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